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Message Text 


UNCLASSIFIED 
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41 

ACTION PC- 10 

INFO OCT-01 ISO-OO NEA-10 /021 W 

057657 

R 211130Z EP 75 
FM AMEMBASSY SANA 
TO AMEMBASSY BONN 
INFO AMCONSUL FRANKFURT 
SECSTATE WASHDC 6407 

UNCLAS SANA 2646 

BONN PLS PASS CDR, USAMMCE, ATTN: ISP EINSIEDLERHOF FOR INFO 
TOPEC 

TO 11652: N/A 

REF: SANA 2227 AND 2330 

REQUESTING ADDITIONAL MEDICAL SUPPLIES AS FOLLOWS: 

1 ORAL THERMOMETERS 30 

2 HEMOSTETS 6", CURVED WITH AND WITHOUT TEETH 4 

3 HEMOSTATS 6", STRAIGHT WITH AND WITHOUT TEETH 4 

4 TISSUE FORCEPS 6" 6 

5 VELCRO TOURNIQUET ADULT 10 

7 SURGICAL SCISSORS GQW 

8 MEDICATION ENVELOPES 500 

9 COTTON, ABSORBENT 2 LB 

10 COTTON, NON-ABSORBENT 1 BL 

11 TELFA PADS 1" BY 1" GQNPPP 

12 TELFA PADS 2" BY 2" 1000 

13 TELFA PADS 4" BY 4" 1000 

14 ACE ELASTIC BANDAGES 2 INCH 15 

15 ACE ELASTIC BANDAGES 3 INCH 5 

16 ACE ELASTIC BANDAGES 6 INCH 5 

17 CHAP LIPSTICK 50 

18 BAND AIDES ASSORTED SIZES 20 BOXES 

19 BENZYLKONIUM CHLORIDE 2 GALLONS 
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20 PHISOLEX SURGICAL SOAP 6 OZ BOTTLES 15 
27 BLOOD GROUP SERUM ANTI B OTCC 3 PKG 

22 BLOOD GROUP SERUM ANTI A 5 CC 2 PKG 

23 BILIRUBIN TEST KIT 5 

24 TEST KIT LACTATE AEHYDRATED 10 BOMES 

25 PROTEIN SOLUTION STANDARD 3 CC 3 BOXES 

26 BLOOD GROUP ANTI AB 5CC 3 PKG 

27 CENTRIFSGE TUBE 2 PKG 

28 COUNTER BC DIFFERENTIAL 1 

29 CHAMBER COUNTER HEMACYTOLOGY 2 

30 WASH BOTTLE LAB 250ML. 5 

1 1 IMMERSION OIL GT BOTTLES 

32 PAPER LENS 2 PKG 

33 DOUBLE CONCAVITY STIDE 2 

34 JAR PIPET PLASTIC 2 

35 AUTO PIPET WASHER 1 

36 HAND REFRACTOMETER 1 

37 HOT/COLD WATER BAG BR 

38 TEST KIT UREA BW BOXES 

39 TEST KIT TRANSA 

AWASE ERUM 2 BOXES 

40 TEST KIT AMYL REAGENT 2 SETS 

41 CONTROL ENZYME 3CC BOTTLE 10 

42 CONTROL SERUM 5CC 5 BOXES 

43 CONTROL SERUM ALBUMIN 2 BOXES 

44 BILIRUBIN CONTROL 3CC 2 BOXES 

4 ALBUMIN HOWDER 1 BOTTLE 

46 BRILL CRESYL BLUE 2 PKG 

47 CALCIUM SOLUTION STANDARD 1 BOX 

48 TEST STRIP URINE B LIRIOIN 10 BOTTLES 

49 OASIC FUCHSIN 50 GM 

50 WRIGHT STAIN 50 GM 

5 1 DIPHENOXYLATE HYDROCHLORIDE WITH ATROPINE 

SULFATE TEBLETOC 1000 

52 TRIPROLIDINE HYDROCHLORIDE WITH PSEUDOEPHED- 

RINE HHDROCHLORIDE TABLETS 500 

53 SODIUM FLUORI 

E TABLETS 20;) 

54 PSYLLIUM HYDROPHILIC MUCILLOID WAFERS 25#. 

955 ASCORBIC ACID TABLETS USP 2500 

56 CALAMINE LOTION 80Z BOTTLES 15 
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57 MULTI- VITAM N WITH MINERALS BOTTLES OF 100 50 

58 METRONIDAZOLE 500 MGM 1000 

59 ACETAMINOPHEN 325 MGM 1000 

60 PROPOXYPHENE HH 

ROCHLORIDE CAPSULES 65MGM 
COMPOUND 250 

61 PENTAZORINE 50 MGM TABLETS 100 
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62 ALUMINUM HYDROXIDE 200 MGM TABLETS 5## 

63 MAGNEBEUM HYDROMIDE 200 MGM TABLETS 500 

64 S METHICONE 20 MGM TABLETS 500 

65 SULFISOXAZOLE 500MGM TABLETS 500 

66 POLYMYXIN B BA OACITRACIN " NEOMYCIN - HYDRO- 
CORTIZONE OPTHALINIC OINTMENT 1/8 OT. TUBE 50 

67 BECITRACIN TOPICAL OINTMENT 1 OZ. TUBE 30. 

SHIPPING FISCAL DATA IS AS FOLLOWS: 

44 

6#600-640070-379-2403. 

SCOTES 
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NNN 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANA02646 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: D750327-0526 
From: SANA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750998/aaaagzre.tel 

Line Count: 132 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Office: ACTION PC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 SANA 2227 
Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 FEB 2003 by maustmo; APPROVED <05 FEB 2004 by RowellE0> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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